View north from Pilot Knob-on-Lake George, 
N. Y. A short distance north from here is the 
remains of an old gold mine, which was 
operated many years ago. Gold was found 
but not in paying quantities, so finally the 
mine was deserted. Shelving Rock Mt. can 
be seen in the distance with Five Mile Mt. 
beyond. 
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398—Looking North from Pilot Knob on Lake George, N. Y., Shelving Rock Mt. in Distance 







